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---FROM THE PRESIDENT--- 

RENEWAL TIME is on us again. Our club year ends July 31st, but we like 
to start collecting membership dues early so that our club treasurer 
doesn't have so much work that MUST be done in a short time. The Club 
appreciates all of the work that so many of you have faithfully performed. 
Now is the time for everyone to support with dues our many club activities 
such as: 2M repeater, 450 mHz repeater, packet repeater, club picnic, Field 
Day, ARES, the National Traffic System, club programs, VEC (FCC) testing, 
and our new club training program. 

Membership in the PALOMAR AMATEUR RADIO CLUB supports amateur radio, so 
_encourage your friends to join the Club even if they can't attend club 
meetings. Non-member amateurs who use any of our services and facilities 
should be invited to become a part of the group and to share in the 
comradeship of a great group of amateurs. 

The application blank in this issue requests a lot of information which 


we hope members will complete as fully as possible. tf it's. too much for 
you, just fill in the eight lines marked with the "*" and whatever else 
moves you. We are attempting, once each five years, to get more data on 


the club membership so that we can better serve you and your interests. 

If the Club decides to retire the mortgage on the repeater site sometime 
in the next five years, how much would you be willing to pledge over the 
next five years? If you don't know now, leave it blank. With our present 
membership of 320+ it would take an average of about $40 per member to do 
the job. Among other ways to raise the money, we might consider a $100 
plaque to be engraved with names and call signs and installed at the 
repeater site for posterity. We are also considering the sale of some items 
at the National ARRL convention in San Diego. If you have any ideas as to 
how we might raise the money, please let us know your thoughts. 

de Stan, W9FON 
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MEMBERSHIP IN THE PALOMAR AMATEUR RADIO CLUB is $12 per year with no 
initiation fee, and includes a subscription to SCOPE. Family memberships 
are $12 for the first, and $9.00 for each subsequent member at the same 
address. Annual SCOPE subscriptions are $3.00. Membership matters, chan- 
ges of address, subscription matters: P.O. Box 1603, Vista, CA 92083-0530. 


~ADS & MATERIAL FOR SCOPE to P.O.Box 73, Vista, CA 92083-0030. Deadline is 
normally Monday of the week two weeks before the club meeting. 
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CLUB MEETINGS are held on the first Wednesday of the month at 7:30 p.m. in 
the cafeteria at Lincoln Middle School between East Vista Way and Eucalyp- 
tus on Escondido Ave, Vista. Talk in on 146.730 mHz. Visitors are welcome... 


OFFICIAL CLUB BADGES are available from John Tentor, W60LQ. Unfortunate- 
ly, he does require money and also feels it only fitting that you provide 
him with your name and call sign if you want them on your very own badge 
(like the big guys have). 


THREE REPEATERS, all W6NWG/R, are owned and operated by the Club. One has 
an input of 146.130 mHz and an output of 146.730 mHz. Input for another is 
444.425 mHz and output is 449.425 mHz. The third is a packet radio digi- 
peater on 145.050 mHz. All are on the Club's property on Mount Palomar at 
about 5,600'and are open repeaters for club members and transient users. 


THE NORTH COUNTY TRAFFIC NET is operated by the Club, and meets nightly on 
146.730 mHz (- 600) at 2000 local to handle formal written traffic. 
Visitors are welcome. Net Control Stations and Liaison Stations are 
needed. Apply to net manager WB6HMY. 


THE SAN DIEGO COUNTY PACKET RADIO VOICE NET meets on 146.730 mHz each 
Tuesday at 2100. This net is to provide information on Packet Radio for 
the beginner and the advanced packeteer. All are welcome. 
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JUNE CLUB MEETING 

THIS WILL BE OUR SECOND MEETING IN OUR NEW LOCATION: LINCOLN MIDDLE 
SCHOOL ON ESCONDIDO AVE. BETWEEN EUCALYPTUS AND EAST VISTA WAY IN VISTA. 
The meeting will be held in the cafeteria. Plenty of parking is available 
at the north side of the school, adjacent to, and easily accessible from, 
East Vista Way near Escondido Ave. Parking is also available across Escon- 
dido Ave. from the School in the Vista City Hall parking lot and on the 
street adjacent thereto. Those who must park close to the meeting site may 
do so by informing W9FQN of such a requirement two days prior to the 
meeting. 
THE PROGRAM FOR THE EVENING WILL BE presented by Bob Gonsett, WA6QQQ, of 
Communications General Corporation, who will tell us about his work as a 
consulting radio engineer for the broadcast industry. 
SHOW AND TELL will feature emergency HT power packs, and anything else 
brought in for display. 
COFFEE AND THE USUAL NO-CAL GOODIES by Vina IF SOME OF US REMEMBER THAT 
THERE WON'T BE ANY TASTIES IF WE DON'T BRING THEM!!! Vina Says thanks to 
all those who have helped; and that she still needs folks to sign up to 
help her in the coming months - PLEASE! 


MAY CLUB MEETING 

At the May club meeting, we heard a most interesting discussion of TV 
news reporting by Gregg Rawdin, Assignment Editor of Channel 8 TV News. He 
fielded numerous questions with good grace and agility. The televising of 
the club meeting was overtaken by higher priority events - like the possi- 
bility of a tsunami generated by the Alaskan earthquake of that day. 

The minutes of the previous meeting and the Treasurer's report were heard 
and approved. Various committee reports were also heard. N6INN requested 
club members who hold Advanced Class licenses file Volunteer Examiner 
Applications with SANDARC-VE to assist with the examinations to be given at_ 
the ARRL National Convention the first Saturday afternoon in September. 
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The Club voted to participate in the 1986 ARRL Field Day Contest. The ¥ 
advisability of attempting to buy the first trust deed on the Club's repea- 
ter site was discussed at some length. W6TXK showed us a neat device to 
increase the portable use of a handy-talky. W6KCB received the DIPPLE 
Award for his detailed study of tower orientation. WF6L was awarded a de 
Montegre-baked-and-decorated birthday cake for having made it through as 
many years as he has (34 or 43 - depending on which way the cake was 
facing). Excellent coffee, cake, and tasties - as usual - by Vina and 
friends were easy to reach due to the uncrowded room. (ONLY 90+ folks). 


EXECUTIVE COMMITTEE MEETING 

The Executive Committee, consisting of the Club's officers and committee 
chairmen, meets on the second Thursday of the month at the home of various 
of its members. Without fail, the meetings usually start at 7:30 of the 
p.m. Club members are welcome to attend and observe. 

At the May meeting, which was held at the home of W9FON, the Committee 
voted to reimburse KAORGQ for parts to refurbish a beam for the Club; to 
authorize WB6IQS to spend up to $50 for parts for construction of a new 
control circuit; to pay for all gas and oil used in generators at the 
Club's Field Day site. The Committee decided to further poll the 
membership on its feeling about retiring the note on the repeater site, 
holding any decision thereon until September. 


REPEATER 

It is the policy of the Palomar Amateur Radio Club to ignore hecklers and 
jammers. Acknowledgment, in any form, gives the jammer the recognition he 
seeks. Please listen on the repeater input and attempt to hear and 
~ ascertain the direction from which the interfering signal is coming. 

Thanks to Hal Crispell, W6TZV, for his generous contribution to help with 
the new 450 mHz repeater - and Hal doesn't even use it. How about a user 
OF CWO... 


FIELD DAY 
The Club voted to participate, so please plan to come out and help or at 
least cheer us on. Visitors and ops alike should sign in on the sheet 
provided by our Rusty secretary, WF6L. See the separate page on FD ops in 
this issue. Try to work us on 2M, 220 & 450 mHz simplex on the even hours. 


EXPIRING FCC LICENSES 
Licenses expiring In May: WB6UON, N6EQB, N6GZI. In June: NONE. In 
July: KA6PPD. August: NONE. 


FROM THE ARRL LETTER 

The FCC has issued a Notice of Proposed Rulemaking, which would enhance 
Novice privileges by authorizing telephony or digital communications on the 
28, 220, and 1240 mHz bands, as requested by ARRL in its petition of last 
June. The specific proposals are: The 10M Novice band would be expanded 
to 28.1-28.5 mHz, and CW and Digital communications (RTTY, AMTOR and Pac- 
ket) 28.1-28.3 mHz, and SSB and CW 28.3-28.5 mHz at 200W. The 220-225 mHz 
band would be added to Novice privileges, all authorized emissions with a 
power of 25W. A portion of the 23 cm band, 1246- 1260 mHz, would be added 
to Novice privileges, allowing them all authorized emissions with a power 
of 5 watts. Novices will be able to operate through repeaters on the 220 
mHz and 1240 mHz bands. They would not be permitted to be control operator 
or licensee of a station in repeater, auxiliary or beacon operation. The 
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NPRM proposes increasing the comprehensiveness of the Novice exam by expan- 
ding it to 30 questions with a question pool of 300. See June QST. 

ARRL has petitioned the FCC to require the labeling of home electronic 
equipment relative to its RFI susceptibility. 

Stories concerning the "free usage of a geostationary satellite" just 
aren't so. NASA says it's for corporate users with "time division multiple 
access terminals" (price tag about $100K). NASA is NOT looking for radio 
amateurs and doesn't understand why the amateur press thought so. 

Latest call signs issued as of April 1 were: WR6P, KI6D0, N6NKB, KB6MCI. 
(So when you hear N6POR on, as we did, you'll know he's a Lurkey Turkey! ) 


FORESAIL 
(That's a jib, son - not a marconi, see the onion) 

Commodore 64 computer, $100; 1541 disk drive, $140; DPS-1101 daisy wheel 
printer, $175. All used less than one hour. $400 for the package. Telex 
ProCom headset w/mike, new, never used, $35. Call Allen, N7AMR, 434-5656. 

Azden PCS-5000 2M 25W xcvr, $275. KDK SFX-10A 2M 10W xcvr, $150. Call 
Buck, KAORGQ, 941-0876. (5) 

Collins 75S3 hf rx. Call Jack, W6QP, 724-3341. 

Hustler mobile HF antenna complete with fold over mast, resonators for 
40, 20, and 15M, and bumper mount. Never used. $80. Call George, W50I, 
723-1046. (5) 

Swan SS-200A solid state HF xcvr w/Turner 444 mike and matching PS-20 pwr 
supply, $175. Johnson KW Matchbox w/SWR meter, $125. Call Ralph, K6HAV, 
727-5866. 

Kenwood 7950 w/PL TU79, mint condx, $275; Kenwood 7950 w/PL TU79 plus 
Com. Spec. TE64 (Universal encoder-32 Std sub-audible plus 32 audible 
tones, including std. burst tones, test tones and touch tones w/32 channel 
LED filtered display) attached, mint condx, $325; Yaesu FRG7000 general — 
coverage rx, Radio West modified w/1.9 Collins SSB filter w/switch and 4K 
ceramic AM filter, mint condx, $275. Write Tom Healy, N6DSX, 416 Bonair 
St., La Jolla, CA 92037. (5) 

Swan 500C, 40' free-standing tower, Mini-quad. Call Charles, W6HYD, 724- 
8992. (4) 

All Drake: TR4C xcvr, $250; AC4 ps, $50; MN-2000 ant tuner, $190; W4 
wattmeter, $65; R4C rx (26000 sn) xlnt condx, $200; AC4 ps, mint, $120; NB4 
noise blanker for R4C, $95. Kenwood gen cov rx w/CW fil, mint, $475. Call 
215-271-8898 or write to Tony Musero, K3UKW, 1609 Iseminger St, Phila., PA 
19148 (6) 

Vic-20, Datasette, USI Pi-1 monitor, Hamtext, and Kantronics Interface. 
Cushcraft 4-elm 2M beam. Call Dave, WA6HQM, 753-2605. (4) 

Travel Electronics Travelphone, commercial 6-channel VHF, high power 5W, 
low power 1W, presently on Gemcon fregs w/acc. Call Doug 676-7321. (2) 
Drake Twins, TX-4B, R-4B, MS4, spkr pwr supply, Shure 444 mike, all 
interconnecting cables and manuals, $250. Call Bill, W6VDA, 466-4234. (6) 

ICOM IC-740 xcvr, new '84, many opts incl. intern ps, FM, CW fil., mint 
condx, $595; Kenwood TS-820S, $385; VFO-820, $75; Heath SB-201 1200w amp, 
$265; Yaesu SP-901P spkr/fone patch, $50; WE AVT10-20 slim-line design 
restricted space vertical, $40; B&W 10-75M trap dipole, near new, $40; 
Cushcraft 2M 20-elm array, $15. Call Duane, AA6EE, 789-3674 evenings. (6) 

Tempo S-5 2M HT, $120; Heathkit Apache TX-1 HF tx, (great for CW) $50; 
Gonset 6N2 tx, $20; scanner, $40; Realistic DX-150, $20; Hallicrafter S-38, 
$20; Heathkit SB-100 xcvr, $95; Kenwood TS-520-S, $300; Atlas 350XL, $200; 
test equipment (o'scopes, sig gens, tube testers, etc); and many other hard 
to find quality items, cheap, cheep. Talk to W9FON at 749-0276. 
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WANTED 
(A few good men!) 

Bearcat 25 or 350 scanner. Call Allen, N7AMR, 434-5656. 

A home for the Club's QST collection. Anyone willing to take them and 
maintain them as a library for the Club. Contact Larry, WQ6V, 726-0353. 

Club members interested in taking part in a Saturday, August 23rd 20-mile 
bicycle ride up and down the coast and ending with brunch. If you'd like 
to participate, call Arnie, WA7BIA, 942-1166, now, and start training. 

Experienced owners with portable VHS video recording equipment are needed 
to help capture the 1986 ARRL Convention, September 5-7 at the Town and 
Country Convention Center. Ideas and creativity utilizing your equipment 
are welcome. Call Jack Carlson, K8WEN, 566-2092. 

Heath HX-1681 xmtr (pwr supply unnecessary) and HR-1680 rx. Neither 
needs to be working. Call Sandy, K6HE, 745-6940. (5) 

1930, 31, & 32 RADIO magazines for research and reference. If you won't 
sell, would you loan them for 2-4 weeks? Call Floyd Paul, W6THU, (818) 
242-8961, or drop a line to 1545 Raymond, Glendale, CA 91201. (5) 

Drake RV-75 vfo and other acc. for TR7; Drake MN-2700 w/B-1000 balun; 
Kenwood HC-10 clock; 2M all mode base xcvr for about $200. Tony Musero, 
K3UKW, 1609 S. Iseminger St., Phila., PA 19148, 215-271-8898. (6) 

For new radio amateurs just finishing Novice/Technician class: a) 2M 
radios - xtal or synthesized about $100 or less. b) Novice rigs - cheap. 
c) HF VFO - cheap, cheap. Call Ron, W6TXK, HP 566-1959, WP 458-3706. (3) 

R-2000 rx, antenna tuner, MC-50 mike, operating manual for Yaesu FT-227RA 
2M xcvr. Call Duane, AAG6EE, 789-3674. 

ICom IC-22A in working condx and/or other xtal contl solid state rig. 

Instruction sheet on Morgain 80-40M dipole. Call Dennis, N6KI, 271-6079. 


LATEST STRAIGHTEST FROM THE FCC 
(Thanks to Bob Gonsett, WA6QQQ) 

The FCC has adopted rules to make amateur stations in repeater or auxil- 
iary operation mutually responsible to resolve interference between them, 
except when one repeater or auxiliary station is coordinated and the other 
is not. Then, the noncoordinated station has primary responsibility for 
resolving any interference. These rules become effective 7/12/86 


NEW MEMBERS, REENLISTMENTS, UP-GRADES, NEW CALL SIGNS 

GNU CLUB MEMBERS: Bill Steele, W7EAI, San Diego; Carl Burgess, KB6MQG, 
Escondido. Matt Grisafe, N6GXT, Leucadia. Welcome. We're glad to have 
you with us. 

RE-NUDE CLUB MEMBERS: Jack Swader, WA6DYV; Bill Bowen, N6FMK; Raul & 
Yvonne Miller, KA6PSH & KB6AIW; Fred Young, W6UAP; Pat and Ralph Crossman, 
N6INN & K6HAV. 

CHANGE OF CALL SIGN: Mary Buckner, N6NOG (she's a good EGG) from KB6HCH. 
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FCC LICENSE EXAMINATIONS in north county are conducted by PARC examiners, 
under the auspices of SANDARC-VEC at the Joslyn Senior Center, (behind the 
City Hall) 111 Richmar Ave., San Marcos on the second Saturday of the month 
starting at 10:00 a.m. 

Examinations are also given on the lst Saturday at Normal Heights United 
Methodist Church, 4560 Mansfield St., San Diego; on the 3rd Saturday at St. 
Timothy's Lutheran Church, 2605 Morningside Dr., San Diego; and on the 4th 
Saturday at Bostonia Recreation Center, 1049 Bostonia St., El Cajon, and at 
the North County Blind Activity Center, 250 E. Grand Ave., Escondido. No 
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exams given on the 5th Saturday. 

Applicants for examination must send a S.A.S.E., a completed, signed NEW 
Form 610 anda copy of their license and code certificate, if any, to 
SANDARC-VEC, Post Office Box 5023, La Mesa, CA 92014 ten days prior to the 
testing date. New 610s may be obtained from the FCC. Applicants MUST 
BRING their ORIGINAL LICENSE AND CODE CERTIFICATE (if any) with them. 


ELECTRONICALLY ORIENTED FLEA MARKETS ARE: the swap meet in the San Diego 
Stadium parking lot 0700-1100 on the ist Saturday of the month; the General 
Dynamics ARC flea mart on the 2nd Saturday starting at 0700 in the General 
Dynamics parking lot east of Haven on Fourth Ave. in Cucamonga; and the TRW 
ARC flea mart at the corner of Compton and Aviation Blvd. in Manhattan 
Beach 0700-1100 on the last Saturday of the month (EXCEPT IN JUNE - ON THE 
21ST NOT THE 28TH DUE TO FIELD DAY), talk in on 145.320 mHz simplex. 


DONATE IT TO THE CLUB if you can't sell it or aren't up to hauling it to 
the flea markets. The Club will sell it and put the money in the Equipment 
Fund to buy that new repeater, antenna, feedline or generator. Contact any 
club officer who will joyfully help you unload your surplus TS-440, etc. 


SURPLUS GOODIES at: HIGHWAY COMPANY in the plain, unmarked white building 
at 305 W. Wisconsin Ave., Oceanside (see the ad in this issue); Industrial 
Liquidators, 683 Rancho Santa Fe Rd., San Marcos and 4887 Convoy St., San 
Diego; Gateway Electronics 4633 Convoy St. Aluminum, brass, copper, stain- 
less steel, etc. at Escondido Sales, 1428 Mission Rd., Escondido. 
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VOLUNTEER EXAMINERS PROGRAM 
de Pat Crossman, N6INN 

The May VE test session was our first at the Joslyn Senior Center in San~ 
Marcos. Eight examinees tested and six achieved varying degrees of suc- 
cess. Our VE team consisted of W6DEY administering the CW exam; WOQ6V, 
W6TFB, and W6YYV examining; WI6B attending applicants; K6HAV assisting; 
and KG6VX sifting the paper work at the front desk. Our quarters at the 
JSsc are, ona scale of 1-10, a 15. Our sincere thanks to Doc Burton, 
KA6DWU, for these facilities. 

Incumbent with our first session at JSC, was the SANDARC-VEC hierarchy, 
there to observe our testing procedure. The test session was followed with 
a SANDARC-VEC meeting at the Center, attended by all available SANDARC-VEC 
team leaders and interested persons to discuss the pending ARRL National 
Convention in San Diego the first week in September. Its concern is the 
smooth processing and testing of anticipated large groups of applicants. 
Advanced Class operators (as well as Extra Class) are urged to complete and 
sign the Application for certification as Volunteer Examiner. A signed 
copy of your license must accompany the Application, and once approved, 
SANDARC would like for you to attend a VE test session to prepare and 
familiarize you with the operation in September. 

Convention VE testing will be held in the Regency Ballroom, about 1/4 
block from the Town and Country Convention Center. Technician-General 
written examinations will be administered by approved Advanced Class opera- 
tors. Four sessions are to be held each day, and each session shall be 
conducted by three examining teams: Team 1. will give nothing but code 
tests and issue code certificates. Team 2. comprised of Extra Class exami- 
ners only, will give written exams to applicants for Advanced or Extra 
Class theory tests. Team 3. comprised of Advanced Class licensees, will 
administer Novice and Tech-General written exams. 
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The PAR 's " 
emtoene ra — s Moc in the barrel" will be on Saturday afternoon 
Secan be ee Ly:, I would like for all of you to apply be ap- 
bee Wie Wecting ch a ie hea in the Convention in the morning, and join us 
See eae Se Pp icants in the afternoon. If, however, we are over- 
ecnuantinn accel ssion SANDARC-VEC may ask for help at another. More VE 
anoaede Eek oo fo available. Meanwhile, if you hold a current Extra or 
Mlctica’ sean nse, send a copy of it to SANDARC-VEC with the completed 
ai ican Ger adit or at me and I will follow up. I will then ask you to 
and certify SUCSUEREGE applica e to the & ane Sia ea artice ail cade 
tests continue to be given only by eecee cane eee tice. ae go oe 


ANNU. 
AL PICNIC TO BE HELD IN BRENGLE PARK 24 AUGUST - PLAN NOW 


AMA 
ene, wees, si i co AT POTTER JUNIOR HIGH IN FALLBROOK 
ec ee ee ctor, and Bob Bauersfeld, KF6LP, Principal, announc 
we ore station and club at Potter Junior High 2 
rigtge ian ia mie i D, (who read about the need for gear in the Scope) 
gaat ecece, ad a ng a Swan 500CX, phone patch mike TH330r baa 
aerate tie cime a y Harry Parker, W6ASQ, formerly of Fallbrook art 
Fone cces. Gece oe an equipment and put Potter Jr. High on th er 
states and two countries in two weeks of hcncicn F 


a ' DOWN THE TOOBE 
article on pear ee issue of Guideposts Magazine had a nice on 
Bud, KG6VX, ks eile veereat and his work on the Missionary Net Sa 
and is oc esniiadin at his XYL Caroline has received her Novice ticket 
° Gon : 
tadion au tan ole COMMUNICATOR says consumer black & white TV t 
HANUFACKUSEYS o£ color Te sinamioh gE assembled here and only two U.S. 


"That's all," she wrote. 


PARC FD SITE 


ODOMETER 

0.0 Gopher Canyon at 395 

2.5 Tunnel of trees over road 
2.7. Circle R Lane 

3.2 Field Day Site 


TA ESCONDIDO 


Gopher Canyon 
oad 


To Vista 
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Mon. Fri.: 9:30 - 5:00 
Sat: 9:30 - 2:00 


As 


a4 Glues oysuey— 
a\ Fa 


BEST BUY 


zs &a ‘ na 
IN2METER ‘ee = ae 


@— 
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NEW! AZDEN PCS 5000 1 
ICOM - YAESU - AZDEN 

20 ch. W/MEMORY & PL = 

COME IN FOR DEMO 

$299.00 in stock for immediate delivery 


NEW & USED EQUIPMENT — PHONE PATCHES — ANTENNAS 
COMPLETE SALES — SERVICE— INSTALLATION 


MERIT W6NLO - FLOYD WéUSP - 
WESTCOM COMMUNICATIONS 
1320 GRAND AVE. - SUITE 4 - SAN MARCOS 
744-0700 
AMATEUR RADIO SALES & SERVICE SINCE 1968 


KENWOOD - TEMPO - LARSEN 
CUSHCRAFT + HUSTLER - KLM 


(619) 433-4119 


CALCO 


COMPUTERS, INC. 
1727A S. Oceanside Blvd. 
Oceanside, CA 92054 


Coin Ant 


FINE JEWELRY HAND CUT 
FROM U.S. AND FOREIGN COINS 


Micky Jenkins 
Store Manager 


PHONE: 726-0353 P.O.BOX 892 
LARRY de MONTEGRE SAN MARCOS, CA. 92069 


KB6DNR 
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or $14 + 19.34 


Ee <-Call PALOMAR ARC APPLICATION 
M/D/YR <-License ##6#7#8#8# DUES CIRCLED ##999812928 
a ee eee | Expires # ist + 2nd--family member # 
<-1ist # AUGS$12 +$9.9@ Their name and 4# 
z.. Name # SEPSI2Z + 9.99 call->_ ss % 
<-Last # OCTS$12 + 9.99 # 
oe tice WRN ON PCM PRC i wy 
<-#POB # DEC $8 + 6.99 (name) 
ee St. # JAN $7 + 5.25 Consider paying 
<— # FEB $6 + 4.59 this & next yr. 
= (CRY ‘8 MAR 85 + 3:75 Of 817 © 12.75 
<-State# APR $4 + 3.99 or $16 + 12.96 
bf ZIP # MAY $3 + 2.25 or $15 + 11.25 
+ 1.59 
+ 75 


or $13 + 9.75 


ee ee 


me ee ee ee 


Phone# NEWSLETTER(only) 1YR=$3. 89 


Yes-No PhonesConfidential# (outside of San Diego Co.) 
<-Birth # Associate member has no vote 
M/D/YR Date sy and no license 


<-year ist # MAKE CHECKS PAYABLE TO ==>> 


VR he Licensed # THE PALOMAR ARC 
Yes -— No <-Donate 2 P. O. BOX 1663 
TY De er Blood? # VISTA, CA 92983-8539 
Yes — No <—-ARRL # OR BRING TO 18ST WED CLUB MTG 


SExpDate Member? #0800408 CONFIDENTIAL ###8888488 


<-Type of # This information is not made # 


ee eee Occupation ##4## available to the public ##849 
Yes — No <-New HHHESHRRHSHS STATION SHHHHBHHBHHS 
Fe EL ee ee ae Ae Member # Equip designations + antennas 
Program suggestions-->> % BO-1@M=>_ ss 
hee! Aelia he ee AO DD EE BEE SRE Tati 
i 2 ie eee alee gl URS eens rin ee re ee 
# 6M=> 


_— a ee ES 


$#44-Previous Members—#### 2M=> 
Rating (S=high to 1=poor) 


___Club’s Overall R 
___Club’s Program R 
___Club’s Friendl 
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SUN Fb 


Equipment and/or 
Interests use 3 
high, 2 medium, 
and 1 low--->> 

Pub. Service_ 


12VDC Packet_ 


Motor home__ 
HouseTrailer__ 
Work Trailer__ 
4x4 Vehicle__ 
Truck__ 

Home Emg Pwr __ 
Fire Patrol__ 
Traffic Nets __ 
SSTV-ATV__ 
ssB__ 

Hand key CW__ 
AMTOR / RTTY__ 
Mail Boxes _ 
DX__ 

Contests__ 
Antenna Const__ 
Field Day__ 
Interference __ 
T-Hunts__ 

1i@M Repeater __ 
&™ Repeater__ 
2M” Repeater__ 
Packet Rept. 
228 MHz Rept.__ 
450 MHz Rept.__ 
Repeater Tech__ 
Tower Climbing__ 
SatelliteComm__ 
Gateway Conmm_ 


_—— 


August Picnic__ 
Volunteer Help__ 
Social Events__ 
Club Meetings__ 
S.D. Swap Meet__ 


rome 


N 805 N 163 


Clairemont Mesa Blvd. 


CHAM 
“RADIO 


OUTLET, 


Mon - Sat 10 - 5:30 
Phone 560-4900 


5375 
KENWOOD TW-4000A .... DUO-BAND, 450/144 MHZ..... $539.95 KEARNY VILLA RD. 
KENWOOD TS-430S...... LIMITED TIME SPECIAL...... $699.95 SAN DIEGO, CA 92123 
KENWOOD, Mini Hand Held: TH21TAT, TH31AT, TH41AT. 
Extra battery, free with purchase. TOM KM6K, Mor. 

YAESU FT-726R........ FULL DUPLEX - ALL MODE GARY K6CAQ 

for OSCAR SATELLITE!...... AVAILABLE 
YAESU FT-757GX ....... “Best Buy” in HF 

LIMITED QUANTITY......... $729.95 While browsing... don’t forget to see the 
VAESU FT-2700:.. .. <=. DUO-BAND, 2M/450 MHZ CW/RTTY set-up using the Commodore 64 

FULL DUPLEX. W/FREE P.L. .. $529.95 and the AEA interface. Let us demonstrate 
ICOM IC-735 ........... NEW HF GEN. COVERAGE.... $789.95 this fascinating mode for you. 
ICOM IC-2AT/3AT/4AT ... Great prices on these.................4.-. 
IGOM IG237A 0.6 acess ceo os 220 MHZ MOBILE H.R.O. PRICE $339.95 


ICOM IC-02AT, KENWOOD TR-2600A, YAESU FT-209RH .. . Newest 
generation of ‘State of the Art’’ HT’s. See 


them here... . Great prices! 
Example: TR 2600A, HRO price $299.95 
IGOMRG23200) he ie noc clee DUO-BANDER.......+5... $539.95 


COMMUNICATIONS SPECIALISTS sub-audible units for your FM and HT rigs. 
We have a good stock of antennas, and of course, a good supply of rotors, too. 


Don’t forget - we have guaranteed used equipment also, such as TS-520SE; 
TS-820S; TS-830S; TR-3; TR-7; and R-4C 


THESE PEOPLE SUPPORT THE “SCOPE” WITH THEIR ADS 


The original R-X Noise Bridge 


= ELECTRONICS = 
SWR AND POWER METER 


SATISFACTION GUARANTEED 
NICHOLAS A. ANDREE UNIVERSAL AUDIO FILTER 


HIWAY COMPANY VLF CONVERTERS 
305 Wisconsin Avenue Telephone: 
Oceanside, CA 92054 (619) 722-1175 


Palomar Engineers 


Phone: (619) 747 - 3343 - 1924-F West Mission Road 
Escondido, CA 92025 
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ARRL FIELD DAY CONTEST - 1986 


The PARC will participate in the 1986 Field Day Contest, operating in 
Class 4A (four transmitters), using the Club's call sign, W6NWG. 

DATE/TIME: The contest starts at 1899 UTC (1180 local) on Saturday, 28 
June; ending 24 hours later at 1898 UTC Sunday, 29 June. We will commence 
setting up no earlier than 1899 UTC on Friday, 27 June. 

LOCATION: Our 1986 Field Day site will be that of last year, out Circle R 
Drive 3.2 miles from the Gopher Canyon off-ramp from I-15 (see map). 

FOOD AND DRINK: The Club WILL provide coffee. Food will NOT be a Club 
responsibility. Provide your own food, drink, and trash containers. 

CHIEF OPERATORS (CHOPS): Provide, set up, man (people), ~and operate 
their stations per this plan. CHOPS ARE: CW N6IE, 75M/169M K6HAV, 40M WF6L, 
20M KZ6X, 15M W9FQN, VHF SSB K6GJD, VHF/UHF FM W6HCD, PACKET KB5MU, RADAR 
WA7GRW. 

POWER: The Club generator and others will be used. CHOPS will provide 
lines to their operating positions. The Club will pay for oil and gas for 
generators in use at the Club FD site. Photo-voltaic panels will also be 
used. Battery operation is desireable for RFI reduction. 

RFI: The Club will provide line filters, and some band pass filters for 
HF stations. HF stations will operate with low pass filters and an antenna 
tuner. 

OPERATING PLAN: The 40M, 28M, All Band CW, Packet & VHF/UHF stations will 
operate around the clock. The 15M station will operate as the band permits, 
alternating with the VHF/UHF stations. The 75/160M station will operate at 
night, alternating with the VHF/UHF stations. The packet station will 
operate as contacts are available, but will not count as a fifth 
transmitter. WA7GRW will operate his electronic oven so as not to count as 


a 5th rig. 
SUMMARIZED: 
DAYTIME NIGHTTIME 
40M 49M 
20M 20M 
15M & VHF/UHF ALTERNATING 75M & VHF/UHF ALTERNATING 
CW ALL-BAND CW ALL-BAND 
PACKET RADIO PACKET RADIO 


OTHER INFORMATION: 

a. CHOPS of alternating stations will effect the coordination required 
prior - putting their stations on the air. (See General Operating Plan, 
above. 

b. The Club will provide FD Rules, ARRL Dupe Sheets, and log sheets. 

c. The Club Secretary will provide a sign-in sheet. 

d. All logs and dupe sheets will be turned in to KG6VX, by July 12. 

e. All club members are invited to attend and operate, help set up, log, 
or just plain spectate. CU there! 


A.N. WILLIAMS & ASSOCIATES 


olor Electric Systems 


A. NASH WILLIAMS, P.E. 32004 Via Ararat Dr. 
(649) 728-3574 Bonsall, CA 92003 
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BYTES 'N PIECES 
By Paul Williamson, KB5MU 
San Diego packet radio is getting organized. By the time you read this, 


a new organization will have been formed: SANDPAC, the San Diego Packet 
Radio Association. For membership information, watch this space or contact 
me. 


The all-mode controller market is heating up. These boxes can work 
packet, RTTY, ASCII, AMTOR, and CW. The AEA PK-64 "PAKRATT" was first. 
Microlog has announced the ART-1. Like the PK-64, the ART-1 is closely 
tied to the Commodore 64 or 128 computer. AEA has announced the PK-232, 
which talks RS-232 to any computer while still working all modes. The 
Catches: Microlog doesn't have the packet option ready for the ART-1, and 
AEA hasn't announced price or availability on the PK-232. 


Automatic message forwarding is coming to the west coast. They've been 
doing it for a while in the east. The idea is that the packet mailboxes 
learn how to talk to each other. I can send a message to a distant ham by 


simply placing it on the local mailbox. The mailboxes will pass the mes- 
sage among themselves until it gets to the mailbox that ham checks into. 
This is a very powerful way to build a network. It'll be neat when it 
comes to California. Watch this space. 

Many of the files that are available on packet mailboxes show up on the 
Night Owl BBS at 279-3921. If you have a modem but are still wishing for a 
packet TNC, call up Night Owl (24 hours, 300/1200). 
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